
ITEM NO. PARTNUMBER 


DESC RIP710N 


Default/ 

Q1Y. 


1 

Back 


1 

2 

Front 


1 

3 

Crossbar 


1 

4 

Escape wheel 

Sub Assembly 

1 

5 

Drive wheel 

Sub Assembly 

1 

6 

Intermeadiate wheel 

Sub Assembly 

1 

7 

Peg 

5/16" Dia meter x 1.5" 
long, crossdrilled 1/8" 

1 

8 

Top brace 


1 

9 

Verge support 


1 

10 

Cord 

Nylon Braided cord 

1 1/16" 

1 

11 

Sleeve for48T 


1 

12 

Hand 


1 

13 

Gear with 48 teeth 


1 

14 

Bottom brace 


1 

15 

Rope 

Nylon Braided cord 
i 1/8" 

1 

16 

Ring 

Metal Ring 1" 
Diameter 

2 

17 

Pin for hand 

1/8"dia x0.75" 

1 


18 Verge 1 




20 Cord Hanger 


21 Hook 


22 Shaft Support 


23 Diagonal Brace 

24 Dial pin 

25 Tapered Pin 

26 Verge guide 

27 Foliot weight 

28 Foliot weight insert 


29 Foliot 


30 Brass sleeve 


31 Large weight 

32 Small weight 


1/16" Rod bent to 
shape 


1/4"dia x.75" long 
To fit 3/16"dia hole 


Brass 


Brass sleeve I 3/32"x 
0.014" wall thic kness 

Cast Iron Clock weight ,25lbs 
(Find sounceson internet) 

Cast Iron Clock weight 1.5lbs 
(Find sounceson internet) 


All other parts made from wood, type atthe discretion of the 
builder. 
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